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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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IS: 12531 -1988 



Indian Standard 

DIMENSIONS FOR WELD FLUX 
SCALERS SHANKS AND NOZZLE HOLES 



( Reaffirmed 2003 ) 



1 . Scope — Covers the dimensions for weld flux scalers (chisels) shanks and the nozzle hole 
wherein shanks are fitted. 

2. Dimensions 
2.1 Chisels 
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k\\ dimensions in millimetres. 



Nominal 
Size 


A 

+ 0-2 



5 


— 02 


C 

± 0-5 


it 0-2 


E 


— 0-5 


F 



— 0-1 


L 

± 0-5 




*2 

Max 


±0-5 


12 


12"7 


15 


42 


14 
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12 


60 
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2.2 Nozzle Holes 




All dimensions in millimetres. 



Nominal Size 


A 
H12 


B 
H13 


L 
±0'5 


ft 
+ 0'5 



12 


13 


16 


64 


2 



EXPLANATORY NOTE 

This standard has been prepared for standardizing the dimensions for the weld flux scalers 
used for removing the flux scales after welding. While preparing this standard, assistance has been 
taken from ISO 1180-1983/Addendum 1/1985 'Shanks for pneumatic tools and dimensions of chuck 
bushings', issued by International Organization for Standardization ( ISO). 
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